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1R0031 00220027-9 


CABLE ADDRESS 
INTERTRADE, NEW YORK" 


April 2, 1951 


Mr* Allen ¥. Dulles, Deputy Director 
Central Intelligence Agency 
Administration Building 
23rd & E Streets, N. W. 

Washington, D. C. 

Dear Mr„ Dulles; 


STAT 




When I last saw you in Washington, I left two albums 
of pictures and text for your and your staff’s perusal. I would 
like to have them back now. Would you kindly send them to me at 
the above address. 
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